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CENTRAL INTELLIGENCE AGENCY 

WASHINGTON. D.C. 20505 


6 JUL IS81 


Skidmore, Owings § Merrill 
1201 Connecticut Avenue, N.W. 

Washington, D.C. 20036 

Attention: Mr. Walter W. Arensberg 

Gentlemen: 

Transmitted herewith for your use in the development of a 
Master Plan and Environmental Assessment for the Agency's 
headquarters site are the following documents: 

1. One copy of the Agency's Preliminary Master Plan 
dated 1972 

2. One copy of the Agency's Draft Environmental Description 
for the 1972 Preliminary Master Plan 

3. One copy of the Environmental Description of the Motor 
Pool Garage, 1972 

4. One copy of the NCPC report dated 7 December 1972 on 
the Agency's Preliminary Master Plan 

5. One copy of the NCPC report dated 7 December 1972 on 
the Motor Pool Garage 

6. One copy of a report by Henningson, Durham 6 Richardson 
titled "Utilities Reliability Study, Headquarters 
Building, McLean, Virginia" dated March 1972 

. 7. Two copies of larger scale drawings that form a part 
of items 1 and 6 

Although this data is not classified, it can be considered 
sensitive when combined with other data that may be forwarded to 
you. It is therefore requested that you limit its distribution 
within your~“organi zation and return the same to the Agency upon 
completion of the project. 

Sincerely, 


STAT 


Building Planning 


Enclosures : 
As Stated 
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STAT ol/bpsJ 


(2 Jul 81) 


Distribution: 

Orig - SOM w/atts 

yg'- OL/BPS 'Sub j ect (official) w/o atts 
1 - OL/BPS Chrono w/o atts 
1 - OL Reader w/o atts 
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